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MEMORANDUM FOR: @eputy Director/Administration 


SUBJ ECTs Revision of Mission and Functions of 0/SI 


Attached is a revision of the mission and functions of 0/SI 


for ee I have approved, It has been concurred 
by O & M Service. 
RECOMMENDATIO Nz 

I recommend that the attached revision be approved by the 
DCI and issued as a CIA Notice at this time rather than awaiting 


the formal publication of a new[_————_—=éidibecause of its 
importance in connection with the implementation of the recently 


TAC-approved DCID 3/h 


SIGNED 


LOFTUS E. BECKER 
Deputy Director/Intelligence 


Attachment 


Concurrence: 


SIGNED 
Aeting Chief, 0 & M Service 
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